
NJ TRANSIT Police Department OEM 
Emergency Operations Center 
Sunday, April 7, 2019 
2019 WrestleMania 35 
SITUATION REPORT #1 


The New Jersey Transit Police Office of Emergency Management (NJTPD OEM) EOC is monitoring 
conditions across the NJ TRANSIT system. 

As of 1000 hours, the NJ Transit Emergency Operations Center is activated to a Level 2 status in 
response to the WrestleMania 35 event at MetLife Stadium. OEM will monitor conditions and prepare 
Situation Reports and Spot Reports as necessary. 

All notifications and resource request shall be directed to the NJ Transit EOC. 

EOC: OEM, NJTPD, Rail, Light Rail, Bus, Safety, Public Information, Social Media, Ops Com, Customer 
Service and Information Technology. 

Event Summary: 

In order to facilitate situational awareness and enhanced communication, NJTPD OEM and NJT business 
line representatives are currently monitoring conditions across the NJT system. 

Meadowlands Sports Complex Weather: 

This Afternoon: Mostly sunny, with a steady temperature around 65. South wind 8 to 10 mph. 

Tonight: Showers, mainly after 1am. Low around 52. South wind around 7 mph. Chance of precipitation 
is 80%. New precipitation amounts between a tenth and quarter of an inch possible. 

Updates: 

Police: 

• Officers are posted at MetLife Stadium and throughout the system and monitoring conditions and 
responding to calls for service. 

Rail: 

• All Jobs have been filled by crew callers except for Job #6 and that will be filled in the field by 
Sec/Meadowlands supervision. 

• First train to depart Secaucus to Meadowlands will be train 1971 at 2:41 pm 

Bus: 

• Secaucus to Meadowlands: 26 trips with 1,041 passengers. 

• As of 10:00am, Regional Dave Aguanno is at Secaucus Junction manning the bus stop for the 
WrestleMania Event. All buses have arrived and all are signed on correctly. Bus numbers have 
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been included below with Operators names and employee numbers. We will now be taking a dry 
run to MetLife Stadium. Dionna Sumner from Customer Service is here to assist with 
Ambassadors. 

Meadowlands: 

• Pedro Quijije #386430 R:901/353 B:7431 

• Arelis Ramirez #409530 R:902/353 B:9050 

• Gary Robinson #341041 R:903/353 B:9046 

• Frank Vides #302816 R:904/353 B:7131 

• Taoshan, Yang #465250 R:905/353 B:9053 

Market Street: 

• Victor Robinson #499880 R:906/353 B:8003 

• Donald Williamson #535010 R:907/353 B:8110 

• Jose Ulloa #410510 R:908/353 B:7965 

Oradell: 

• Beverly Thomas #365330 R:909/353 B:8987 

• Cedric Mullings #403640 R910/353 B:7602 

• 308 Line Great Adventure Service Season has kicked off. Today's total counts for the Great 
Adventures are: 102 Passengers from PABT, NY and 16 Passengers from Newark Penn. 

• 118 Passengers Total w/ 3 buses used. 

o As of 11:30am, 353 Line Secaucus Junction to Metlife Stadium: 
o 5 Trips made; 117 Passengers transported, 
o As of 12:00pm, 353 Line Secaucus Junction to Metlife Stadium: 
o 7 Trips made; 157 Passengers transported, 
o As of 12:00pm, 353 Line Secaucus Junction to Metlife Stadium: 
o 17 Trips made; 477 Passengers transported; 1 Wheelchair 

• Bus#9053 Run#905/353 Location: Metlife Stadium - Wheelchair Lift Malfunction. Wheelchair 
passenger cannot alight the bus because the wheelchair lift would not deploy. Meadowlands 
Shops in route. 1:20pm - Operator was able to resolve the issue before Meadowlands Shops 
arrived on scene and alighted the wheelchair passenger from the bus. Operator received 
replacement Bus#7124 just in case the issue on Bus#9053 continues. 

Light Rail: 

• Hudson-Bergen Light Rail: 

o Normal weekday service, 
o Operators are reporting normal ridership. 
o No disruptions reported. 

o Elevator No. 1 at Bergenline Ave Station is OOS for scheduled repairs. 

• Newark Light Rail: 

o NLR is operating on a Saturday schedule, 
o Normal passenger ridership at this time. 

o LRT 105 is experiencing mechanical faults at Broad street, will be taken out of service 
and changed over at Grove street. Broad Street 1219 trip will be annulled, 
o Update: LRT 105 will be changed over with LRT 116 and return to revenue service from 
Grove Street at 1255 hrs. 
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o All revenue service is running on or close to schedule, 
o Elevator is out of service at platform 2 in Newark Penn Station, 
o Outbound west end stairwell is closed to passengers at Military Park. 

• River Line: 

o The River Line is operating a regular Sunday schedule. 

• Access Link: 

o Access Link is operating a normal weekend schedule and is running on or close to 
schedule. 

• Contracted Bus Services Status: 

o Operating normal weekend schedule with no disruptions reported. 

• Private Bus Carriers Status: 

o Operating normal weekend schedule with no disruptions reported. 

• NY Waterway Service Status: 

• Operating normal weekend schedule with no disruptions reported. 

Safety: 

• Bus: No issues reported. 

• Rail: No issues reported 

• Light Rail: No issues reported. 

Customer Service Field Offices & TIC Hours: 

Secaucus - 6:30am-10:00pm 

Hoboken - Closed 

Newark Penn - 8:00am - 5:00pm 

NY Penn - 7:00am - 11:00pm 

PABT - Closed 

Trenton - Closed 

Camden - Closed 

Newark Broad Street - Closed 

Transit Information Center: 8:30am-5:00pm 

• SEC: 

o Bus #353 Departure Time and Passenger Count from Secaucus to the Meadowlands. 
o As of 1:20 p.m. a total of 13 buses transported 394 passengers from Secaucus to the 
Meadowlands. 

o 10:30 a.m. bus departed Secaucus with 13 passengers, 

o 10:50 a.m. bus departed Secaucus with 15 passengers, 

o 11:13 a.m. bus departed Secaucus with 55 passengers, 

o 11:22 a.m. bus departed Secaucus with 14 passengers, 

o 11:32 a.m. bus departed Secaucus with 20 passengers, 

o 11:40 a.m. bus departed Secaucus with 28 passengers, 

o 11:55 a.m. bus departed Secaucus with 12 passengers, 

o 12:15 p.m. bus departed Secaucus with 8 passengers, 
o 12:24 p.m. bus departed Secaucus with 62 passengers, 

o 12:27 p.m. bus departed Secaucus with 62 passengers, 

o 12:35 p.m. bus departed Secaucus with 43 passengers, 

o 12:35 p.m. bus departed Secaucus with 34 passengers, 

o 12:45 p.m. bus departed Secaucus with 28 passengers. 
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Incidents: 


SEC: 

o Escalator #23 leading to Tracks A/B is out of service. Reported to Station Manager and 
Meridian. 

NPS: 

o Escalators #8, 9, 10 & #11 leading to Tracks #1,2, 3/4 & #5 are out of service. Reported 
to Response Center and Station Manager. 

o Elevator #31, leading from NLR is out of service. Reported to Response Center and 
Station Manager. 

PSNY: 

o No incidents to report. 

HOB 

o No incidents to report. 

PABT 

o No incidents to report. 

NBS 

o No incidents to report. 

Public Information: 

• No new activity. 

Social Media: 

• This morning there was normal chatter regarding bus, rail and light rail service. 

Information Technology: No technology issues to report at this time. 
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